No Objection to Declassification in Full 2010/07/29 : LOC-HAK-152-6-25-9 
pre 


PROSPECTIVE U.S. EXPORT PROJECTS 
IN IRAN 


(Rough, uncorroborated estimates) 


Nuclear Power Plants 


(8,000 MW) $5 billion 
Water Desalination Plants $1 billion 
Nuclear Reactor Fuel $1 billion (?) 


Prefab Housing Factories 
and (100,000 Housing Units $0.3 billion 


Five Hospitals (2,000 beds) 
with staff training $0.3 billion 


Agricultural Port 
and agribusiness $1 billion 


Roads, other Ports $2 billion 


Vocational training centers 
and other facilities $0.1 billion 


Industrial Projects $2 billion 
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